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THE present bibliography is a third edition of that published 
in 1898 by the American Manual Training Association 
and extended in 1900 by the Eastern Manual Training Associa- 
tion. 

The present issue, while arranged upon the same general lines 
as the previous editions, includes two new divisions: Design 
and Applied Art, and Technology and Industrial Evolution. 
The inclusion of lists of suggestive material in these fields has 
been deemed essential to meet the present needs of manual train- 
ing workers. On the other hand, the great mass of technical 
and art literature has allowed mention only of a very few works 
in each division. These have been selected with a view to their 
direct value to those engaged in manual training teaching. 

In order to render this bibliography as helpful and compre- 
hensive as possible, it is earnestly requested that members of 
the Association will send to the Secretary the names of such 
books and articles not contained in these lists as they consider 
of value. 

C. R. Richards, 
gustaf larsson. 
Ida Hood Clark. 
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under the Board of National Education in. 

London, Eyre & Spottiswoode, 1897. 7 vols. 

Jacobson, Augustus.. Higher Ground. 

Chicago, McClurg, 1888. Pp. 251. 
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